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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 94 : 1982 * Textile machinery and accessories — Spindle gauges 
for ring-spinning and ring-doubling frames', issued by International Organization for Standardization was 
adopted by the Bureau of Indian Standards on the recommendation of the Spinning Preparatory, Spinning 
and Doubling (Twisting) Machinery Sectional Committee and approval of the Textile Division Council. 

This standard supersedes IS 5938 : 1970 * Spindle gauges for cotton ring spinning and ring doubling (twisting) 
frames' to ensure harmonization of National Standard with the corresponding International Standard. 

Wherever the words 'International Standard' appear as referring to this standard, they should be read as 'Indian 
Standard'. 
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Indian Standard 

TEXTILE MACHINERY AND ACCESSORIES — 

SPINDLE GAUGES FOR RING-SPINNING AND 

RING-DOUBLING FRAMES 



1 Scope and field of application 

This tnternation3f Standard specifies the spindle gauges for 
ring-spinning and ring-doubling franries. 



2 DtnDensions 




The spindle gauge e is the distance between the axes of two adjoining 
spindles. 



Table — Spindle gauge, e 



Spindle 
gauge 

e 



66 



70 



75 



80 



82.5 



85 



90 



100 



110 



(120)* 



125 



140 



(i5or 



160 



1170)* 



180 



(190)* 



200 



225 



(240)* 



250 



280 



(300)* 



315 



355 



400 



* The sizes of spindle gauges shown in brackets are to be avoided for 
new designs. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote harmonious 
development of the activities of standardization, marking and quality certification of goods and attending to 
connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any form without 
the prior permission in writing of BIS. This does not preclude the free use, in the course of implementing the 
standard, of necessary details, such as symbols and sizes, type or grade designations. Enquiries relating to 
copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue 
of ^BIS Handbook' and 'Standards : Monthly Additions'. 

This Indian Standard has been developed from Doc : No. TX 15 (0285 ), 
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